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Message Text 

UNCLASSIFIED 

PAGE 01 BRUSSE 1 1 190 080804Z 
ACTION EUR- 1 2 

INFO OCT-OI ISO-00 CIAE-00 DODE-00 PM-05 H-02 INR-10 
L-03 NSAE-00 NSC-05 PA-02 SP-02 SS-I5 ICA-20 
ACDA-12 10-14 EB-08 NRC-07 OES-07 SOE-02 CEQ-01 
/128 W 

1I0I73 0808I3Z/I5 

P 080804Z JUN 78 
FM AMEMBASSY BRUSSELS 
TO SECSTATE WASHDC PRIORITY 71 19 
DOE WASHDC PRIORITY 
DOE GERMANTOWN PRIORITY 
INFO AMEMBASSY DUBLIN 

UNCLAS BRUSSELS 11190 

USEEC 

E.O. 11652: N/A 

TAGS: TECH, ENRG, US, El, EEC 

SUBJECT: EOLD-IN OF U.S.-IRELAND AGREEMENT FOR NUCLEAR 
COOPERATION 

REE: BRUSSELS 9718 

1. EC COMMISSION HAS FURNISHED INVENTORY DATA ON NUCLEAR 
MATERIAL ON HAND IN IRELAND; VIZ. 2,5 14 KG OF NATURAL 
URANIUM IN A SUBCRITICAL ASSEMBLY AT THE UNIVERSITY OE CORK, 

AND 0.286 GM OF PLUTONIUM BELIEVED TO BE ALSO AT THE UNI- 
VERSITY OF CORK. THIS DATA IS BASED ON A EURATOM PHYSICAL 
INSPECTION END OE 1977. 

2. IF THESE QUANTITIES MATCH DOE AND IRELAND RECORDS, AN 
ONSITE INVENTORY MAY BE UNNECESSARY AS SUGGESTED IN REFTEL. 

3. IN VIEW OE RELATIVELY SHORT TIME REMAINING (JULY 8 
EXPIRATION), WOULD APPRECIATE EARLY REPLY TO REFTEL. EC 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BRUSSE 1 1 190 080804Z 

COMMISSION OFFICIALS HAVE EXPRESSED SOME MILD ANXIETY AT THE 
APPARENT LACK OE ACTIVITY SO FAR ON THIS MATTER. HINTON 


UNCLASSIFIED 
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Message Attributes 

Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR AGREEMENTS, DATA, NUCLEAR COOPERATION PROGRAMS, STOCKPILES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 08 jun 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1 978BRUSSE1 1 1 90 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780239-0441 

Format: TEL 

From: BRUSSELS USEEC 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780683/aaaactek.tel 

Line Count: 57 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 433a408f-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 BRUSSELS 9718 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2443759 
Secure: OPEN 
Status: NATIVE 

Subject: FOLD-IN OF U.S.-IRELAND AGREEMENT FOR NUCLEAR COOPERATION 
TAGS: TECH, ENRG, US, El, EEC 
To: STATE DOE 
Type: TE 
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